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[Abstract:] Ack’g receipt of Proof Quarter. 

Hotel Imperial, 

Broadway & 32nd Street, 

New York. 

December 24, 1892 

Col. O.C. Bosbyshell 

Dear Sir: 

This evening the proof quarter which you sent me by registered letter yesterday has 
reached me. It was delivered by mistake to another member of the club, who has returned it to 
me. Therefore, if you will kindly return me the check sent you today (for still another coin) I will 
be obliged. 

Again regretting the trouble caused you, and thanking you for your kindness I am 

Most sincerely yours 
Charles M. Kurtz 



